OLD  DUTCH  CHURCH  OF  SLEEPY  HOLLOW 
Built  by  Frederick  Philips  in  1697  and  has  been  in  con- 
tinuous use  except  during  the  American  Revolution. 
Tarrytown,  N.  Y. 


post  ca: 


93437 


